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A.     Board means the Suffolk County Board of Health.
B.      Commissioner means the Commissioner of the Suffolk County Department of Health Services.
C.     Communal Sewage System means a series of sanitary intercepting sewers or intercepting collecting sewers, pumping stations, sewage treatment plants, and associated pollution control facilities for the conveyance, treatment, and disposal of sewage operated by a person other than a municipality.
D.     Deep Recharge Area means a geographic area of Suffolk County that contributes recharge water to a deep groundwater flow system, thus replenishing the quantity and affecting the quality of the long-term water supply. These areas are identified as Groundwater Management Zones I, II, III and V.
E.     Department means the Suffolk County Department of Health Services.
F.      Discharge means to release by any means or to relinquish control in a manner that could result in a release to the surface waters, groundwaters, surface of the ground, or below ground.
G.     Disposal System means any plumbing or conveyances which result in or are capable of resulting in a discharge of sewage, industrial wastes, toxic or hazardous materials, storm water runoff, cooling water or other wastes. This includes but is not limited to septic tanks, leaching pools, sumps, tile fields, holding tanks, outfalls and connecting piping.
H. Groundwater Management Zone means any of the areas delineated in Suffolk County by the "Long Island Comprehensive Waste Treatment Management Plan (L.I. 208 Study)," as revised by the "Long Island Groundwater Management Plan," and subsequent revisions adopted by the Board identifying differences in regional hydrogeologic and groundwater quality conditions. The boundaries of the Groundwater Management Zone are set forth on a map adopted by the Board filed in the Office of the Commissioner in Hauppauge, New York.
I. Housebarge means the same as Houseboat except that a housebarge has no self-contained mechanical method of propulsion.
J. Houseboat means a floating structure used as a dwelling with a self-contained mechanical method of propulsion, not primarily designed to be a means of locomotion over water. The design criteria shall be generally accepted standards of naval architecture.
K. Industrial Waste means any liquid, gaseous, or solid waste substance or a combination thereof resulting from any operation or process of industry, manufacturing, trade or business or from the development or recovery of any natural resources, which may cause or might reasonably be expected to cause pollution of the water resources of the County of Suffolk in contravention of the requirements of this article.
L. Municipal Sewage System means the series of sanitary intercepting sewers or intercepting collecting sewers, pumping stations, sewage treatment plants, or pollution control facilities, drains and other facilities, connections and equipment or any combination of the aforementioned, for the conveyance, treatment and disposal of sewage operated by the County of Suffolk or a municipality within the County of Suffolk.